Top 7 Impressive Tallest Lord 
Shiva Statues in India 
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KAILASHNATH MAHADEV STATUE - SANGA, 


| NEPAL (NEAR INDIA-NEPAL BORDER) 
i The Kailashnath Mahadev Statue in Nepal is the 
world's tallest Shiva statue at 143 feet, constructed by 


the AIG group using copper, zinc, steel, and cement, 
completed in 2010. 


ADIYOGI SHIVA STATUE - COIMBATORE, 


TAMIL NADU 

The Adiyogi Shiva Statue in Coimbatore, India, is the 
world's largest bust statue of Lord Shiva, standing at 
112 feet in height. 


LORD SHIVA STATUE - NATHDWARA, 
RAJASTHAN 


The Lord Shiva Statue in Nathdwara, Rajasthan, 
India, standing at 108 feet, is a significant concrete 
construction inaugurated in 2010 by the Shrinathji 
Temple Trust, reflecting traditional Indian design. 


SHIVA OF MURUDESHWARA - 
MURUDESHWARA, KARNATAKA 


Karnataka's Murudeshwara Shiva Statue, soaring 
123 feet on Kanduka Giri, is among India's tallest 
Lord Shiva sculptures, fashioned in 1982 by the 

R.N. Shetty Trust in traditional Indian concrete 

style. 

SHIVOHAM SHIVA STATUE - BANGALORE, 
KARNATAKA 


The Bangalore-based 65-foot Shivoham Shiva Statue, 
sculpted in 1995 by R.N. Shetty, enthralls with its 


modern fiberglass design, casting a mesmerizing 


evening allure above a pool. 


KOTILINGESHWARA SWAMY TEMPLE STATUE 
- KAMMASANDRA, KARNATAKA 


The Kammasandra, Karnataka temple showcases a 
striking 108-foot concrete and granite statue of Lord 
Shiva in traditional South Indian style, depicted 
standing with a trident and adorned by a serpent. 


SHIVA STATUE AT BIJAPUR - BIJAPUR, 


KARNATAKA 
The 85-foot Shiva Statue at Bijapur, Karnataka, 


positioned within the Shivagiri Temple complex, 
boasts a modern design in concrete and steel, 
attracting pilgrims and tourists, notably bustling 
during the annual Maha Shivaratri festival. 
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